Garman, Joe 


From: Chambers, Liz 

Sent: Monday, December 08,1997 5:05 PM 

To: Garman, Joe 

Subject: Suggested changes to 1997 Annual Report of Philip Morris Incorporated 

Importance: High 


Joe, Attached is the file containing the suggested changes. Why didn’t you come and get me, I was in customer 
relations area!! The only question I have of you is the title of Determination of pH of an aqueous solution etc. does 
not have each word capitalized like most titles. Is this because it is in ISO format or have titles changed since I 
went to school, which of course I realize was when dinosaurs wore wooden underwear. Also—the very first page 
of the document, last line Maxwell Reports published by [Davenport, as successor publisher of Maxwell Reports to 
Wheat First Securities?] I think they are asking us this question. I got a copy of this report from Susan but I 
cannot find any place within the document the name Davenport. 1 will show the copy to you in the AM. Hope the 
format of the changes is OK. See ya in the AM!!! 
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